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°200.00 FREE 


NAME THIS 
NEW AKRON COUPLING. 


PROTECTED 
SWIVEL 


DROP 
FORGED 


- a nena ctentiestciccansits 


PROTECTED 
THREADS 


PAT. NOS. 
1,550,773; 1,610,165; 
2,029,798; 2,073,824. 


FIRST PRIZE $100.00 


SECOND PRIZE 


THIRD PRIZE 
FOURTH PRIZE 


$50.00 
$30.00 
$20.00 


TEN ADDITIONAL $5.00 PRIZES 


CONTEST CLOSES JUNE 30, 1941 


It is such a simple thing added to a hose coupling! Yet the NEW thread 
protecting feature added to the Akron Drop Forged Coupling is the most out- 
standing improvement in coupling design for many, many years. The coupling 
is drop forged with protective bands around the male and female parts as clearly 
shown in the illustration. These bands shield and protect the threads. Whether 
coupled, or uncoupled, the male, female and still threads are raised and thereby 
protected. The bands support and suspend the swivel preventing damage to the 
swiveling action. Uncoupled, both the male and swivel ends are held clear of the 
ground so that dragging, or obstructions, will not harm them. By protecting the 
threads at all times, coupled or uncoupled, the Akron Protecting Features present 
a truly original idea which sets a new standard for service life of fire hose couplings. 


As a drop forging, this coupling has the desirable physical characteristics of 
all drop forgings, namely, toughness and density; 30 to 50% 
strength than the cast bronze ordinarily used in couplings. 


greater tensile 


Here you have a combination of five outstanding and desirable values in 
a coupling: 


First—Protector Bands — protect at all times. 

Second—Drop Forging — uniformity and high tensile strength. 
Third—Rocker Lug — enough said! 

Fourth—Tapered Still Thread — free swiveling. 

Fifth—Higbee Thread Indicator — instant thread engagement. 


Akron Drop Forged Couplings with protectors are approved by Underwriters’ 
Laboratories, Inc. 


Check and double check on these points of merit of the Akron Protected 
Coupling, then name it! THAT FIRST PRIZE MAY BE YOURS! 


AKRON BRASS MFG. CO., INC. 
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FOLLOW THESE EASY RULES 


Submit one, or as many names as you like, in 
describing this protected thread and swivel 
coupling. Trick names desirable, 


Draw an outline of coupling and write not 
more than 50 words describing advantages of 
this coupling. 


3 Print your name, address and Fire Department 

or fire fighting connection, Send in your sug- 
gestions on a sheet of paper, written on one side 
only. 


Contest closes June 30, 1941. Only entries 
postmarked on or before that date will be 
accepted. 


5, Judges will be guided by general suitability 

of words for advertising and identification 
purposes. Judges’ decision will be final. Entries, 
contents and ideas therein become the property of 
Akron Brass. In case of ties, duplicate prizes will 
be awarded. 


Any resident of the United States, over 18 

years of age, may compete if he is actively en- 
gaged in fire fighting and is identified with a 
municipal fire department, volunteer fire depart- 
ment or other fire fighting organization. Employees 
of Akron Brass, its advertising counsel, or any 
individuals engaged in the manufacture, sale or 
distribution of fire fighting equipment, or their 
families, are not eligible to compete. Contest sub- 
ject to all Federal and State Regulations. 


Prize winners will be notified individually by 
wire, and formal announcement will be made. 


8 Judges for the contest are: 
Jay W. Stevens, Exec. Secy. Intl. Assn. of Fire 
Chiefs, San Francisco, Calif. 
Selden R. Allen, Chief of Fire Dept., Brookline, 
Mass. 
George J. Richardson, Secy. Intl. Assn. of Fire 
Fighters, Washington, D. C. 


D. W. Brosnan, Chief of Fire Dept., Albany, 
Georgia. 


SPRUCE ST., WOOSTER, OHIO 
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HE front cover picture (Wide World) 

shows the ruins of the Ocean 
Bluff section of the Town of Marsh- 
field, Mass., following the conflagra- 
tion which destroyed 550 buildings and 
damaged 60 others on the afternoon of 
April 21. Flames starting in the marsh- 
lands shown at the right swept into 
the built-up area fronting along the 
Atlantic Ocean. The burned buildings 
were mostly summer homes and hotels. 
These buildings were almost entirely of 
frame construction and were much too 
Chose together. This year townsfolk 
turned down an appropriation of $300 
annually provided to have the marsh- 
lands burned over as a fire prevention 
measure. It is estimated that the loss 


will exceed $1,000,000, more than one- 
fifth of the town’s assessed valuation. 

During the same long dry spell that 
largely contributed to this conflagra- 
tion, forest fires reportedly destroyed 
100,000 acres of woodlands in thirteen 
eastern states. 


S we go to press, a total of thir- 

teen states have enacted the model 
state fireworks law. These thirteen 
states account for over forty percent 
of the population of the United States. 
Following the passage of the law in 
Ohio as announced in the April issue 
of VOLUNTEER FIREMEN, the states of 
Arizona, Maryland, and Minnesota 
passed the law. In Ohio the fire chiefs’ 
and fire fighters’ organizations to- 
gether with the Cleveland Safety 
Council played vital roles in bringing 
the campaign to a successful conclu- 
sion. One week later Arizona passed a 
bill based on the N.F.P.A. model law. 
Within a few days Maryland, too, had 
joined the ever-growing list of states 
where fireworks are under adequate 
control. The campaign in Maryland 
was a long and difficult one and much 
credit for the success achieved be- 
longs to the Maryland Society for the 
Prevention of Blindness. Early in 
April Minnesota passed the law with- 
out a single dissenting vote in the 
Senate and only eleven opposing votes 
in the House. The League of Minne- 
sota Municipalities was the sponsor of 
this bill. On the other side of the 
slate, the fireworks bills in Connecticut, 
New Hampshire, Maine, Kansas, North 
Carolina, and North Dakota have been 
killed for this year. However, there is 
a good chance that several other 
states may pass the fireworks law this 
year as bills are still before the legis- 
latures in Florida, Illinois (House Bill 
70), Massachusetts (House Bill 1651), 
Missouri (House Bill 160), Rhode 
Island (Senate Bill 190), and Wisconsin 
(Bill 429 A). Effective aid may be ren- 
dered by writing to your representatives 
and senators at the State Capitol asking 
them to speed the passage of these bills. 


Anether view of the conflagration of April 21 at Ocean Bluff in the Town of Marshfield, 


Mass, 


When flames swept in from the marshlands at the right of the picture firemen made 
a stand and were able to save the buildings in the foreground. 
strong wind, attacked on such a long front that it got ahead of the firefighters. 


The marsh fire, driven by a 
Wide World 


FOREST DEFENSE IS NATIONAL DEFENSE 


Here is an illustration of the handsome new 
multi-colored poster of the U. S. Forest Serv- 
ice. The poster is a reproduction of a painting 
by the noted artist James Montgomery Flagg 
and appeared in “The American Weekly” of 
April 6, 1941. 


AST month 9 departments with 131 

men joined the Volunteer Fire- 
men’s Section for the first time. In 
addition 51 departments with 1,151 men 
renewed membership. This makes the 
total enrollment 715 departments and 
14,798 men. The following departments 
are newly enrolled: 

Tarpon Springs Fire Department, Tar- 
pon Springs, Florida. 

Upper Marlboro Volunteer Fire De- 
partment, Upper Marlboro, Mary- 
land. 

New Jersey State Hospital, Greystone 
Park, New Jersey. 

Maplewood Fire Department, 
wood, New Jersey. 

Delaware County Firemen’s Associa- 
tion of New York State, Delhi, 
New York. 

Berlin Heights Fire Department, Berlin 
Heights, Ohio. 

Springfield Township Fire Department, 
Sawyerwood, Ohio. 

Patterson Township Fire Department, 
Beaver Falls, Pennsylvania. 

Animal Trap Company of America, 
Lititz, Pennsylvania. 


Maple- 


HE estimated U. S. fire loss for 

March, 1941, according to the Nation- 
al Board of Fire Underwriters is $31,- 
471,000. This figure is based on notices 
of incurred loss received by companies 
members of the Board, plus an allow- 
ance for unreported and uninsured loss- 
es. Although the losses for March, 
1941, were almost $2,000,000 above the 
figure for March, 1940, losses for the 
first three months of 1941 are $16,415,- 
700 less than the losses for the same 
three months last year. The following 
table shows the losses for the first 
three months of both 1940 and 1941. 


1940 1941 
$36,260,650 $26,470,000 
34,410,250 26,102,000 
29,788,800 31,471,000 


January 
February 
March 
$84,043,000 


Total 3 months $100,459,700 


Volunteer Firemen for May 1941 3 





The “Shack” at W5HGC, operated by “ham” George L. Bird, Assistant Chief, Fire 


Department, Pawhuska, Oklahoma. 


SMOKE EATERS 
RADIO CLUB 


ECENTLY individual firemen in 

Pawhuska, Okla., East Orange, 
N. J., Cleveland, Ohio, Fargo, N. D., 
Seattle, Wash., Gastonia, N. C., and 
Everett, Mass., held a “roundtable rag- 
chew.” No, it wasn’t at a firemen’s con- 
vention but just a daily chat by sev- 
eral members of the Smoke Eaters 
Radio Club, each at their own home 
radio station. Hardly a day goes by 
without some such roundtable by fire- 
men in various parts of the United 
States who are licensed amateur radio 
operators. Some sixty or more paid 
firemen are already listed in the 
S.E.R.C. and there is a steady flow of 
new members. 

There are no set topics for discus- 
sion. Conversation covers the wide 
range from fire department activities 
to personal interests and hobbies. Very 
frequently the club members will get 
their chiefs to talk with other chiefs 
and firemen. 

In addition to the pleasure that the 
fire fighting “hams” get out of their 
club they feel that they are developing 
a service that may prove very valuable 
in an emergency. Club members believe 
that they can provide emergency fire 
and police signaling independent of 
outside power sources in case of fire 
alarm or land power line failures. This 
would be done with the portable emer- 
gency transmitters with which many 
of the “hams” are equipped. Plans are 
being made whereby club members can 
further this movement in their own 
locality by organizing the local ama- 
teurs for such emergency duty. 

While membership in the Smoke 
Eaters Radio Club is at present limited 
to full time paid firemen, the accom- 
panying partial list of club members 
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may be of interest to the volunteer 
firemen who are also “hams.” The list 
shows the wide range of the club 
membership. A few of the club mem- 
bers did not send in their names in 
time for inclusion in the present list. 

Any firemen interested in the S.E.R.C. 
should send their “calls” to W5HGC, 
722 East 10th Street, Pawhuska, Okla- 
homa. 


MEMBERS OF SMOKE EATERS 
RADIO CLUB 


WI1GQV, George H. Lamott, Hampton Beach, 
N. H. 


WIGUP, Hawley C. Oefinger, Stamford, Conn. 
W1HEH, Elmer C. Bowen, Providence, R. I. 
W1JQA, J. F. Brewster, Randolph, Mass. 
WILNE, Harry Gardner, Hull, Mass. 
WILWF, Paul W. Watson, Melrose, Mass. 
WI1MBB, Charles E. Medbery, Everett, Mass. 


WI1MME, Burgess H. Ruderiam, Allerton, 
Mass. 


WI1MMH, George P. Leonard, Quincy, Mass. 

WIMRN, Leroy P. Mansfield, Wolfeboro, N. H. 

WILUZ, Clarence Wilson, Norwalk, Conn. 

W2BYU, Harry H. Wohlker, Westerleigh, 
S. 4, NM. 'F. 


W2CBS, Joseph F. Tucker, Brooklyn, N. Y. 

W2HY, George Peterson, Brooklyn, N. Y. 

W2HYV, Thomas W. Baldwin, East Orange, 
N. J. 


W2KOP, Charles McCarthy, Brooklyn, N. Y. 
W2LBA, Charles Zeissig, White Plains, N. Y. 
W4CPV, Caldwell Baker, Gastonia, N. C. 
W5FCH, Sidney J. Blailock, McComb, Miss. 
W5HGC, George L. Bird, Pawhuska, Okla. 
W5HTE, Asher N. Rankin, Greenville, Miss. 
WS5IFR, William G. Chipman, Greenville, Miss. 


W6IOX, Vincent J. Haggerty, Santa Barbara, 
Calif. 


W6LCN, L. M. Van Eaton, Palo Alto, Calif. 


ee Arthur C. Huber, Los Angeles, 
Calif. 


W6MOV-OPG, Jack E. Striker, San Jose, Calif. 
W6ENAL, Charles E. Guth, Carmel, Calif. 
W6SHT, Fred R. Baese, Watsonville, Calif. 


W7APT-BFZ, Frank A. Kalberg, Seattle, 
Wash. 


W7EKW, 8S. E. Tatro, Olympia, Wash. 
W7FBG, M. D. Clark, Seattle, Wash. 
W7HTG, Richard E. Held, St. Helens, Ore. 
WS8AIZ, Louis H. Schmidt, Dearborn, Mich. 


WS8BF, J. Orrie Baumgardner, Fairview Vil- 
lage, Ohio 


WSBYF, R. E. Weaver, Akron, Ohio 

WS8COG, Larry J. Hradek, Cleveland, Ohio 
WS8EKI, Carlton R. Nevins, Ann Arbor, Mich, 
WS8EKT, Harold E. Gauss, Ann Arbor, Mich. 
Ws8O0YO, Mike J. Whalen, Youngstown, Ohio 
W8SFJ, Pat Reed, Johnstown, Penn. 
WS8VBA, John G. Heiser, Jr., Lakewood, Ohio 
WS8VAS, Edward C. Brackin, Lakewood, Ohio 
W9AFM, G. L. Davy, Minot, N. D. 

W9FQB, Art Gaeth, Omaha, Nebr. 

W9JVP, Fred J. Wells, Fargo, N. D. 
W9MEL, Harold S. Hart, Chicago, Ill. 
W9UMG, Anton Mike, Waukegan, Ill. 
W9WKS, Herman Nordby, Minneapolis, Minn, 


* * * 


Connecticut Town Uses 
First Aid Fire Protection 
Jewett City (Conn.) Press 


LOCATION OF FIRE EXTINGUISHERS 
Is ANNOUNCED 

Thomas Wakely, secretary to the Jewett 
City Fire Department, has issued this week 
the following list of fire extinguishers 
which are located about town as a means 
of more adequately dealing with any 
threatening conflagration: 

East Main Street, home of Edward Faust. 
Brown Avenue, home of William Grenier. 
Mechanic Street, home of Edward Blake. 
Aspinook Street, home of Thomas Wakely. 
Ashland Street, the Jacques Cartier Club. 
South Main Street, home of John Blake. 
Taylor Hill, home of Peter Sekula. 
Pulaski Street, home of Louis Lamarine. 
Main Street, Pop’s Diner. 

Slater Avenue, Pep’s Garage. 

Ash Street, home of Robert McKenna. 
Eagle Lunch, North Main Street. 

The above listed extinguishers are all 
Borough owned, but are available to the 
public in case of an emergency. Firemen 
point out that quite frequently speed is 
a vital factor in the prevention of a 
serious fire, that quite frequently the use 
of a hand chemical will prevent com- 
plete property loss. Hence, firemen point 
out, it is advisable that all residents of 
the Borough familiarize themselves with 
the above listed extinguishers in order 
that there shall be no delay in case of 
fire. 

In addition to the above extinguishers 
a chemical tank has been placed in the 
office of the electric light plant and a 
chemical tank on each of the electric 
light plant trucks. 


N investigation of the above news 

item by Safety Research Institute, 
New York, revealed that the Fire De- 
partment of Jewett City has worked 
out a unique plan of defense against 
fire to supplement usual fire depart- 
ment apparatus. Fire extinguishers are 
purchased by the fire department and 
placed in private homes and mercan- 
tile occupancies to afford first aid pro- 
tection before the firemen arrive on 
the scene of a fire. 

Jewett City is in the northeastern 
corner of Connecticut about 21 miles 
from New London. Its population is 
about 3,000. In all, it is a typical New 
England community, with three textile 
plants, the usual mercantile establish- 
ments, residences, and an outlying 
rural area. The fire district covers about 
six-and-a-quarter square miles. It has 
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a volunteer department with several 
paid men to man its 600 gallon, rotary 
gear pumper. ; 

The plan of distributing fire ex- 
tinguishers through some of the homes 
of the town was advanced several 
years ago and the members of the fire 
department consider it highly success- 
ful. 

Extinguishers of the soda-acid type 
are placed in homes of volunteer mem- 
bers of the department and of other 
residents. Schools and social clubs are 
similarly protected. Foam type units 
are kept in the Fire Station. Three 
restaurants and a barber shop are 
equipped with the soda-acid units. 
Some extinguishers are privately owned. 
All are types approved by the Under- 
writers Laboratories, Inc. 


The largest factory in town is pro- 
tected by a dozen or more foam units. 
The local utility company has equipped 
two of its service trucks with large 
chemical units and the trucks respond 
to every alarm. 

The extinguishers are recharged and 
inspected by members of the fire de- 
partment and residents are instructed 
in their use. 

With this equipment, incipient fires 
can be fought without delay, minimiz- 
ing losses and damage from fire and 
water. It is particularly useful on the 
outskirts of the community where, 
heretofore, no such equipment was 
available and where protection had to 
wait upon the arrival of the fire truck. 
In cases where there were unavoidable 
delays in sounding the alarm or in 
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locating the fire, this first aid protec- 
tion has proven invaluable. 

Of the 65 fire alarms which occurred 
in the borough during 1940, 20 fires 
were put out with the extinguishers 
alone; in 23 fires the extinguishers were 
supplemented with booster lines. 


ITHIN two days in February of 

this year, three fires were put out 
with extinguishers. The first fire broke 
out in a chimney of a home and extin- 
guishers were used to wet down the 
burning soot. The following morning a 
fire occurred in a dwelling on the out- 
skirts of the town and it was quelled 
with an extinguisher. Fifteen minutes 
later a farmer reported a fire by tele- 
phone. This blaze also was put out 
with extinguishers. 


[nem] DEPARTMENT 


Following a recent survey of fire defenses the Nassau County (New York) Fire Commission has furnished to each fire station in the county a 
large wall chart, illustrated above, in order that each of the sixty-eight volunteer fire departments in the county may know what help is available 
from its neighbors in an emergency. The totals of personnel, apparatus and equipment are rather impressive. Nassau County has 7,505 firemen, 
770 emergency squad members, 408 fire-policemen, and 993 men trained in first aid. There are 152 pumpers of 500 gallons per minute or greater 
capacity. There are 67 smaller pumpers or hose trucks and 60 ladder trucks of which 10 are aerials. The various pieces of apparatus are equipped 
with 144 booster tanks of 18,761 gallons total capacity. Among the 331 pieces of fire apparatus in the County are seven ambulances and 39 emer- 
gency trucks. The departments have over 41 miles of 2%-inch hose and nearly six miles of 1%-inch hose, The departments have 21 foam gener- 
ators with over 12 tons of foam powder, 80 inhalators or resuscitators, 8 cutting torches, 58 flood light units, 60 deluge or turret nozzles, 52 hy- 
Graulic jacks, 368 canister masks, 12 oxygen masks, 11 air line masks, 5 asbestos suits and 296 salvage covers. 
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FIRE DEFENSE IS KEYNOTE 


FOR 1941 TRAINING ACTIVITIES 


ERE’S the dope on the 1941 fire- 

men’s training schools as reported 
by the directors of the various state 
fire schools and firemen’s training pro- 
grams. As shown by these summaries 
of the activities in the various states, 
fire defense is featured in most of the 
training programs this year. 

If your state or province is not listed 
there either is no training activity or 
it has not been reported to us by the 
persons in charge of the local training 
program. 


Arkansas. Second annual short course 
scheduled at Little Rock in July. 
Teacher training classes will be held 
to develop additional instructors to 
meet defense needs. Regional courses 
in “hose practices” were held in Bates- 
ville and Jonesboro in March. Regional 
courses are under way at Little Rock, 
Monticello, Helena, Russellville, and 
DeQueen. Twelve hour courses in “lad- 
der practices” are scheduled for Har- 
rison, Rogers, Fayetteville, Fort Smith, 
Texarkana, El Dorado, Helena, Monti- 
cello, Hot Springs, Little Rock, Jones- 
boro, Stuttgart, and Batesville. 


Delaware. Twelve training sessions a 
year are being conducted at Milford, 
Bowers, Laurel, Demar, Harrington, 
Greenwood, Bridgeville, Five Points, 
New Castle, Minquadale, Mill Creek, 
Christiana, and Rose Hill. There are 
five itinerant instructors. 


Florida. Twelfth annual fire school will 
be held at Daytona Beach in July. 


Georgia. Seventh annual fire college 
will be held at Atlanta, May 7-9. 


Illinois. Sixteenth annual fire college 
to be held at the University of Illinois, 
June 10-13, will have a program cen- 
tered on national fire defense training. 
Twelve regional groups representing 
322 departments are holding regular 
training sessions. Two full time itin- 
erant instructors are to give system- 
atic instruction in zone areas. It is 
planned to have the State Fire College 
become a school for advanced training. 


Indiana. Eighth annual fire school will 
be held at Purdue University, Lafay- 
ette, June 3-6. The annual meeting of 
the Indiana Fire Department Instruc- 
tors’ School will be combined with the 
Indiana Fire School. Regional short 
courses were held in January at Bre- 
men, Decatur, Garrett, and Goshen. 
Meetings were scheduled for April in 
New Haven, Portland and Pierceton 
and at South Bend in May. Compre- 
hensive ten unit, 200 hour courses are 
under way at Aurora, Bremen, Black 
Oak, Bourbon, Batesville, Bristol, Con- 
nersville, Cleves, Claypool, Dillsboro, 
Dunkirk, Etna Green. Evansville, Ful- 
ton, Goshen, Gary, Galveston, Glenn- 
wood, Greendale, Harrison, Hammond, 
Kokomo, LaPorte, Lawrence, Lawrence- 
burg, Medora, Mentone, Muncie, Mt. 
Vernon, Milan, Napoleon, Napoleon 
Rural, Nappanee, Oaklandon, Osgood, 
Oakland City, Pierceton, Paoli, Parker, 
South Bend, Sunman, Silver Lake, 
State Fire Marshals Department, 
Sheridan, Terre Haute, Twelve Mile, 
Vincennes, Versailles, |Veedersburg, 
Washington, Westfield, Walton, Win- 
ona Lake, Winchester, Yorktown, Sea- 
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State Fire School Short Courses 
Summer of 1941 


4th Nebraska 
7th Georgia 


April 2-4 Grand Island 
May 7-9 Atlanta 

17th Iowa May 20-23 Ames 

12th New Mexico May 26-28 Hot Springs 
12th South Dakota June 2-7 Sioux Falls 
8th Indiana June 3-6 Lafayette 


17th Illinois June 10-13 Champaign- 
Urbana 


Little Rock 


Daytona 
Beach 


Morgantown 
Madison 
Aug. 11-22. Stillwater 
Aug. 19-21 Covington 


Aug. 25-29 State 
College 


2nd Arkansas July 
12th Florida July 


llth West Virginia July 21-25 
7th Wisconsin Aug. 

16th Oklahoma 
4th Kentucky 
3rd Pennsylvania 


13th Kansas 
12th Maryland 


Sept. 2-5 
Sept. 2-5 


Lawrence 


College 
Park 


2nd Montana Sept. 24-27 Polson 


grams Dist., Carnegie Illinois Steel, 
Allison Airplane Division, and Stude- 
baker Corporation. Thirty minutes of 
each class period is spent in work- 
ing in darkness and thirty minutes is 
also spent in defense problems. There 


are 2600 firemen enrolled in these 
classes. Four conferences will be held 
for itinerant instructors. 


Iowa. Seventeenth annual short course, 
May 20-23, Iowa State College, Ames, 
will include fire defense training. Re- 
gional Short Courses are planned for 
this Fall. Introductory 25 hour courses 
are scheduled for Melbourne, Madrid, 
Van Horne, Earlville, Akron, Malvern, 
Indianola, and Humboldt. 


Kansas. Thirteenth annual fire college 
to be held at the University of Kansas 
at Lawrence, on September 2-5, will 
include discussions on the organization 
of auxiliary fire defense forces in cities, 
towns and industrial plants. There will 
also be practice in handling fires 
caused by incendiary bombs. 


Kentucky. Fourth annual fire school 
will be held at Covington, August 19- 
21. A regional short course is sched- 
uled for May 13-14, at Russellville. 
Itinerant instructors are giving ele- 
mentary training to new fire depart- 
ments and to departments which have 
not had systematic training. A teacher- 
training class will be held at the Uni- 
versity of Kentucky. 


Maine. Three regional firemén’s train- 
ing schools are planned for this year. 
A bill is before the legislature to pro- 
vide funds for a systematic statewide 
firemen’s training program. If adopted, 
the first activity would be the holding 
of teacher-training classes to obtain 
qualified fire department drillmasters. 


Maryland. Twelfth annual fire college, 
September 2-5, University of Maryland, 
College Park. Local and regional in- 
structors are conducting 49 basic and 
advanced courses with 1000 firemen 
registered. These courses total 144 
hours. A third course of 72 hours will 
be available this Fall. A course for in- 
dustrial departments has been pre- 
pared and another special course on 


defense operations is in preparation for 
fire departments. Fire departments in 
five other states are taking the Mary- 
land 25 lesson basic course. 


Massachusetts. Zone training school 
classes will be held this Spring at 
Attleboro, Arlington, Brockton, Brook- 
line, Fitchburg, Greenfield, Haverhill, 
Lowell, Needham, New Bedford, Quincy, 
Springfield, and Worcester. These 
courses consist of two hour sessions 
weekly for ten weeks. In addition 
classes extending over five to ten weeks 
are conducted at local departments 
upon requests by chiefs. There are 67 
drillmasters and assistants who con- 
duct both zone and local schools. A 
demonstration truck equipped with 
tools and appliances is used to supple- 
ment local equipment. Nineteen men 
took a teacher-training course for in- 
structors during February. An outline 
“Plant Brigade Training” was de- 
veloped by the Vocational Division of 
the State Department of Education and 
the Massachusetts Fire Department In- 
structors Association. Several other 
pamphlets to be used for defense 
training have been distributed. 


Montana, Second annual fire school 
will be held at Polson, September 24-27. 
Plans are being made for regional 
short courses at Dillon and Hamilton. 
At a meeting in April itinerant in- 
structors were selected. A 28 hour com- 
prehensive training course covers hose 
and ladder evolutions, ventilation, for- 
cible entry, salvage, arson and sabotage, 
and special training in handling 
emergency problems and fire defense. 
Members of four industrial plant fire 
brigades will attend the Polson fire 
school. 


Nebraska. Fourth annual firemen’s 
training school was held at Grand 
Island, April 2-4, with 206 firemen from 
51 departments attending. Chief Joe 
Fetters, instructor for the Department 
of Vocational Education, conducts 
courses simultaneously in five towns. 
Next towns scheduled are Falls City, 
Nebraska City, Humboldt, Tecumseh 
and Auburn. Fifty applications are in 
for other locations. 


Nevada. The program of having an 
itinerant instructor visit every fire de- 
partment in the state will be resumed 
as soon as an instructor is secured to 
replace the former instructor who is 
now a fire chief at a U. S. Army post. 


New Hampshire. The State Department 
of Education plans to start schools for 
firemen’s training later in the year. 
Dates have not been set. 


New Mexico, Twelfth annual short 
course, May 26-28, Hot Springs. It is 
hoped that funds will be available for 
an itinerant instructor to start work 
about July 1st. The State Council of 
National Defense plans to organize and 
train auxiliary fire brigades in each 
municipality to supplement local fire 
departments. 


New York. 

Nassau County. All 64 volunteer de- 
partments in the county were given 
indoor training from November to May 
on subjects of extinguishment and 
handling of cellar fires, electrical 
hazards, and fire problems. Outdoor 
instructions starting in May will in- 
clude operation of pumpers, handling 





~~ Toe ee ee oe 


a a 


i i ee le 


rc er evr as SS 


caw os 


VK ammo 


ee ee ee 


of ladders, and hose operations. Wil- 
liam H. Bedell who originally organ- 
ized this training program for the 
Nassau County Vocational Board is 
temporary instructor following the re- 
signation of Supervising Instructor 
Arthur F. Bell, now fire chief at Camp 
Upton, Long Island. 


Columbia, Greene and Ulster Coun- 
ties. In cooperation with county au- 
thorities, training schools for volunteer 
firemen are being conducted by Bat- 
talion Chief James J. Deasy, retired, 
New York City. 


Ohio. The First Annual Training In- 
stitute for Firemen was held at Kent, 
April 8-9, with more than 1000 firemen 
in attendance. Forty-hour basic train- 
ing courses are being given to fire 
departments by three field instructors 
under the supervision of the State 
Board for Vocational Education. 


Oklahoma, The annual fire college will 
be held at the A. & M. College, Still- 
water, August 11-22. Some 30 depart- 
ments are taking unit training courses 
of from 24 to 48 hours per subject. 
Itinerant instructors are teaching intro- 
ductory courses in small departments, 
organizing departmental classes and 
testing finished training. Defense 
training plans being developed will in- 
clude training in forcible entry and 
minor extinguishment, ladder practices, 
hose practices, salvage and overhaul, 
first aid, and inspection practices. New 
training texts available from the Col- 
lege Book Store, Stillwater, at 25 cents 
a copy, include an Introductory Course 
Manual and Electricity in the Fire 
Service. 


Pennsylvania. Third annual fire school 
at State College, August 25-29. Eighty- 
two 45-hour courses in fundamentals 
of fire fighting are being conducted 
throughout the state by 51 zone in- 
structors, Four classes for fire defense 
training are being conducted at the 
Middletown Air Depot. An advanced 
training course is to be offered to fire- 
men next fall. 


South Carolina. It is expected that a 
firemen’s training school will be or- 
ganized at Columbia when a new fire 
Station and drill tower now planned is 
completed. 


South Dakota. Twelfth annual fire 
school, June 2-7, Sioux Falls, will in- 
clude fire defense training. 


Texas. Twelfth annual fire school, July 
20-25, A. & M. College, College Station. 
Itinerant instructor continues to reach 
approximately 325 towns per year on 
a pre-arranged schedule. 


Virginia. It is expected that 30 to 40 
departments will be reached in 1941 
by two itinerant instructors working 
under the State Division of Trade and 
Industrial Fducation and cooperating 
Organizations. Fire defense plans for 
the state are being prepared by the 
Virginia Fire Protective Mobilization 
Committee. 


West Virginia. Eleventh annual fire 
School, July 21-25, Morgantown. A 
total of 407 men are enrolled in com- 
prehensive 60 hour fire service exten- 
Sion schools at Beckley, Bluefield, 
Bridgeport, Charles Town—Citizens, 
Charles Town—Independent, Fairview, 
Grafton, Hinton, Kingwood, Lumber- 
port, Parkersburg, Rowlesburg, Salem, 
Webster Springs, Weston, and Worth- 
ngton, 


An emergency fire defense trailer recently 
placed in service by State Fire Marshal Lydell 
Peck of California. This trailer fully loaded 
weighs about 3,000 pounds. It was manufac- 
tured by the F.A.B. Manufacturing Co. of 
Oakland, California. It has a 60-gallon-per- 
minute pump and carries 100 gallons of water 
which may be used to supply either booster or 
foam equipment. Among the fire fighting tools 
are a 12-foot aluminum extension ladder; 700 
feet of single jacked 1%-inch hose; 200 feet 
of %-inch hose; combination solid stream and 
fog nozzle; an asbestos suit, gas masks; port- 
able extinguishers; salvage covers; and a port- 
able lighting unit. 


Wisconsin. Seventh annual fire school 
is to be held in August at the Uni- 
versity of Wisconsin, Madison. 


CANADIAN PROGRAMS 


Ontario. Second annual short course 
will be held for four days at Toronto 
in October. Similar short courses were 
scheduled for Kingston, April 17-18, 
and London, May 1-2. The University 
of Toronto Extension Department plans 
a short course in northern Ontario in 
June. Special six-day training courses 
are given as needed for Royal Cana- 
dian Air Force ire fighters enlisted 
from municipal fire departments to 
protect Air Force training depots. 


Quebec. Representatives of the Pro- 
vincial Fire Commissioners’ Depart- 
ment continue to assist in training 
activities during their inspection visits 
to the various fire departments. 


Government Committee 
Says More Training Needed 


ee EW or additional municipal in- 

Panes training programs should 
be launched immediately to meet per- 
sonnel needs of municipal departments 
concerned with civil protection,” the 
Committee of Public Service Training 
in the Emergency has recommended in 
a progress report to Mr. Frank Bane, 
Director of the Division of State and 
Local Cooperation, Office of Emer- 
gency Management. 

Urgent need for in-service training 





of personnel in such municipal de- 
partments as police, fire, health, and 
public works led the Committee to 
present a brief preliminary report at 
this time, the chairman stated. 

“Only about one-seventh of state and 
local employees, exclusive of school 
employees, are now reached through 
in-service training programs. Although 
such programs are most advanced in 
the fire-fighting and police services, 
the Committee regards even these as 
inadequate in all but a few cases.” 


Fire Defense 
Bulletin 


36 page Fire Service Bulletin No. 

1, Suggestions for State and Local 
Fire Defense, has been issued by the 
Office for Emergency Management, 
Division of State and Local Coopera- 
tion. The bulletin was prepared by 
the Advisory Committee on Fire De- 
fense and is available from the Super- 
intendent of Documents, Washington, 
D. C., at a cost of 10 cents a copy. 
The bulletin has sections entitled 
Federal, State, and Local Responsi- 
bilities; Survey of Fire Defenses; Mu- 
tual Aid; General Fire Prevention and 
Protection Activities; and Organiza- 
tion and Training of Auxiliary Fire- 
Fighting Forces. 
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Volunteers LE ook Toward Toron to 


PLAN TO ATTEND 
VOLUNTEERS’ FORUM 
AT 45TH N.F.P.A. MEETING 


OLUNTEER FIREMEN last month 

announced the second annual Vol- 
unteer Firemen’s Forum which is to be 
held in connection with the 45th 
N.F.P.A. Annual Meeting in Toronto, 
May 12-16. There is still time for in- 
dividual volunteer firemen and com- 
pany representatives to make plans to 
attend the forum and other sessions of 
the annual meeting. 

The entire day Thursday, May 15, 
is to be devoted to sessions of particu- 
lar interest to volunteer firemen. The 
morning session will be the Volunteer 
Firemen’s Forum at which Dr. David 
J. Price, of the U. S. Department of 
Agriculture and Vice-President of the 
N.F.P.A., will preside. Speakers will be 
Warren Y. Kimball, Associate Editor of 
VOLUNTEER FIREMEN; Max Smith, Chief, 
South Porcupine, Ontario, Fire Depart- 
ment; and W. Fred Heisler, Director, 
School of Technical Training, Okla- 
homa A. & M. College. 

An afternoon session will embrace a 
general fire defense forum under the 
able direction of George W. Elliott, 
Past-President of the N.F.P.A. and 
General Secretary of the Philadelphia 
Chamber of Commerce. Speakers on 
fire defense will be Dr. W. O. Gliddon, 
Federal Air Raids Precaution Officer of 
Canada; Air Commodore G. E. Brookes, 
Royal Canadian Air Force; and Eliot 
Ness, Director of Public Safety, Cleve- 
land, Ohio. 

Thursday evening will be devoted to 
motion pictures of popular and tech- 
nical interest arranged by the N.F.P.A. 
Committee on Visual Education, Rich- 
ard E. Vernor, Chairman. The pictures 
will include “Fires in Review, 1941 Edi- 
tion,” “The Warning,” showing incendi- 
ary bombings over England, and sev- 
eral other timely fire prevention films. 

The program on May 15 has been 
arranged for the convenience of vol- 
unteers who may wish to attend for 
just one day. Those coming, how- 
ever, are invited to attend other ses- 
sions of the meeting. The Fire Mar- 
Shals’ Section, for example, will meet 
on Monday and Tuesday, May 12-13. 
These sessions would be of great in- 
terest to any firemen whose duties in- 
clude investigation of fires or inspec- 
tion work. Among the subjects under 
consideration on Wednesday are the 
Municipal Fire Apparatus Committee 
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Report, and Fire Safety in Defense 
Industries. 

Fire companies in the N.F.P.A. Vol- 
unteer Firemen’s Section should have 
received a copy of the Annual Meet- 
ing program by this time, but any 
fireman interested in obtaining further 
information regarding the meeting 
may obtain a copy by writing to the 
N.F.P.A. Executive Office, 60 Battery- 
march Street, Boston, Mass. 

N.F.P.A. members are receiving a 
216-page volume entitled Advance Re- 
ports to the 45th Annual Meeting. Con- 
tained in the volume are some thirteen 
reports by N.F.P.A. committees which 
are to receive consideration at the To- 
ronto meeting. 


A Report On 
Trailer Pumpers 


NE of the reports to be considered 
O at the N.F.P.A. Annual Meeting 
that is of particular interest to firemen 
is the report of the Committee on 
Municipal Fire Apparatus. The com- 
mittee under the chairmanship of 
Joseph N. Sullivan, Commissioner of 
Public Safety and Chief of the Fire 
Department, Utica, N. Y., presents for 
tentative adoption a report on aux- 
iliary pumpers including trailer pumps, 
including specifications for such equip- 
ment. The details covered by the speci- 
fications include provisions applying to 
pump assembly; provisions for automo- 
bile truck units; and provisions for 
trailer units. 

Because of the special interest in 
trailer pumpers, the committee autho- 
rized the inclusion, in the report, of the 
following list of advantages and disad- 
vantages of this type of equipment as 
brought out during its deliberations. 


Trailer Pumpers—Advantages 


1. A new trailer pumper has a lower 
unit cost than a new automobile truck 
plus a pump. Of course, a pump or 
self-contained pumping unit could be 
installed on an existing truck for less 
than the cost of a new trailer unit, 
ignoring the value of the truck. 


2. Some of the advantages of two- 
piece operation of a fire company may 
be secured with a trailer pump if it is 
towed or runs with a truck carrying 
hose and equipment. Thus on arrival 
at a fire, the pump may be left at the 
hydrant or source of water while the 
truck, laying hose as it goes, may pro- 
ceed to the fire. 


3. Trailers can be placed in many 
fire stations which do not have room 
for additional large pumping engines 
without loss of time and expense for 
additions to floor space. 


4. If additional pumping units are 
provided, these must be put on some 
sort of vehicle. If the pump is mounted 
on a trailer, it is somewhat more quick- 
ly put into service than if the unit is 
unmounted. 


5. Trailer pumpers are believed to 
be ie than no emergency apparatus 
at all. 


Trailer Pumpers—Disadvantages 


1. The use of trailer pumpers is 
necessarily limited because the unit is 
not self propelled. 


2. Where trailer pumpers are used, 
it will be necessary to have other ve- 
hicles carry hose. The trailer pumper 
cannot carry sufficient hose to enable it 
to put into service sufficient hose 
streams so that its capacity can be 
effectively used in fire fighting. 


3. Space on trailers limits the aux- 
iliary equipment which they can carry 
to a few small tools. Other transpor- 
tation to the fire must be provided, 
not only for hose, but for ladders, 
— extinguishers and other equip- 
ment. 


4. Trailer pumpers are likely to be 
more difficult to maneuver in debris- 
littered streets than a self-propelled 
vehicle. 


5. Trailer pumpers are too heavy to 
be conveniently handled by man-power 
alone. This statement applies especial- 
ly to units of 500 gallons per minute or 
more pumping capacity. Units of small- 
er capacity might under favorable con- 
ditions such as hard, smooth level 
ground, be moved by man-power alone, 
but they are not recommended for 
general use because of their relatively 
small capacity. 


6. Certain traction difficulties would 
be encountered in hauling trailers. With 
an auto pulling a trailer more pulling 
power is required for the automobile 
plus the trailer than would be re- 
quired to move the same automobile 
alone. This is because the traction is 
necessarily applied only through the 
rear wheels of the automobile. The 
extra weight of a pump on the vehicle 
itself would probably help rather than 
hinder traction in most cases, where- 
as the trailer would be a drag which 
the pulling power of the auto would 
— to overcome as well as move it- 
self. 


7. Trailer pumpers are not a type 
of apparatus desirable for use under 
normal conditions in the fire depart- 
ment. There would be some waste in 
keeping such units in service after an 
emergency had passed and there would 
be some tendency on the part of cities 
to rely on trailers of which they would 
have a supply sufficient to last a num- 
ber of years, rather than _ provid- 
ing proper types of fire department 
pumpers. 


8. Trailer pumpers are not likely to 
be particularly useful for rural work 
because of their lack of hose-carrying 
capacity. 


The above list is not necessarily 
complete, but indicates some of the 
considerations involved in the use of 
trailer pumpers. The committee points 
out that in many cases it may be good 
practice for a city to buy standard 
apparatus instead of purely emergency 
equipment. 





Type 85, 750 Gallon centrifugal pumper 
with flood light equipment, a special 
cab and room for 2,000 feet of hose. 


HEN the lines are laid out from 

a Mack Pumper, officials and 
firemen know they can count on that 
Mack to keep the pressure up until 
the last spark is dead. It is generally 
acknowledged that Mack is unsur- 
passed in pumping power and stam- 
ina—and road performance, as well. 
We feel that Mack quality is 
directly traceable to the extremely 
exacting standards under which 
Macks are manufactured. Vital parts 
— made in Mack factories—are 
made to remarkably close tolerances 


and of the highest quality materials. 

And behind the design and pro- 
duction of every part is the knowl- 
edge and skill gained from Mack’s 
large-scale research program. Mack 
resources, the largest in the industry, 
make this unique program possible. 

Mack resources also make avail- 
able a country-wide network of 70 
conveniently located direct factory 
branches—for extra quick, econom- 
ical and efficient service. 

Write for complete information 
on this superior fire apparatus today! 


The Mack Fire apparatus line includes triple and quadruple pumpers from » 
200 to 1500 gallon capacity, hose wagons, city service ladder trucks, » 
squad cars—comprising 14 distinct and specialized models. Mack is » 
proud of building the best. We invite comparison. We solicit inquiries. » 


MACK MANUFACTURING CORPORATION, FIRE ENGINE DIVISION, NEW YORK, N. Y. 
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[ghgo TRIKE” Gives 


ZWEW MEANING TO THE WORD 


SATISFACTION/ 


WHEN that last pin topples, isn’t it a 

glorious feeling? If you have never 
seen an INDIAN FIRE PUMP go to work, 
you have another thrill coming. INDIANS 
are the outfits so many departments depend 
on to handle their small fires. 


And clear water does the trick! 


INDIAN 


Ft per 


ALONE WILL HANDLE 40% 
YOUR CALLS WITH COMPLETE 


SATISFACTION 


STRAPPED 
ON 
BACK 


THE Indian tanks are now made of 

Armco Zincgrip_ rust-resisting steel. 
They do not flake or peel and may be 
fabricated without injury to coating of 
base metal. Water may be left in the 
tanks indefinitely without rust or cor- 
rosion, making them superior to anything 
with which we have experimented. Tests 
revealed that the new Indian tanks are 
superior to ordinary hot rolled sheet steel 
tanks which have been hot dipped galvan- 
ized after fabrication. 


Send for Latest Indian Catalog 


D.B.SMITH « CO. 


413 MAIN ST. UTICA, N. Y. 


PACIFIC COAST AGENTS: 
Hercules Equipment & Carco-Conwhit Sales Co. 
Rubber Co. 520 S.W. Pine St., 
550 Third Street Portland, Ore. 
San Francisco, Cal. jj) & Mine Supply, Inc. 
The Conwhit Co. 2700 4th Ave. S. 
Klamath Falls, Ore. Seattle, Wash. 
Roy G. Davis Company 
617 E. 3rd St., Les Angeles, Cal. 


IN CANADA: Safety Supply Co., 
Toronte, Montreal, Vancouver 
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ANNOUNCEMENTS 


HE 67th Annual Convention of the 

Michigan State Firemen’s Asso- 
ciation will be held at Bay City on 
June 23-26 inclusive. Further informa- 
tion may be obtained by writing to 
Secretary Lester M. Kinney, Box A, 
Kalamazoo, Michigan. 


IE Ohio Fire Chiefs’ Association 
will hold their convention at Lan- 
caster, June 23-26. 


HE American LaFrance Foamite 

Corporation of Elmira, N. Y., have 
announced a new Grippon Nozzle 
Holder designed to eliminate the slow 
acting screw plates or old style play- 
pipe cones. The new holder grips any 
nozzle, playpipe, coupling, adapter, hy- 
drant connection or siamese having a 
24%2-inch opening. The appliance can- 
not be jarred loose yet can be removed 
instantly by merely pressing down on 
the handle. 


Water Failure 
at Fire 


FIRE that showed the importance 

of keeping municipal water sup- 
plies unimpaired for fire duty occurred 
at Bucyrus, Ohio, recently, when the 
Kelley Vault Manufacturing Company 
was destroyed with a loss estimated at 
$100,000. An employee telephoned the 
alarm to the fire department at 10:27 
a.m. A call was also sent to the Galion 
fire department. 

The first pumper to arrive was at- 
tached to the hydrant in front of the 
plant and three hose streams were put 
in use. In about ten minutes the water 
supply diminished so that a second 
pumper could not be used and one 
stream was shut down on the first 
pumper. The reason for the failure of 
the water was that a new main was 
being installed about five blocks from 
the plant. To relieve pressure on a 
valve, a hydrant, located on the same 
6-inch circulating main supplying hy- 
drants near the fire, was opened. Soon 
after this hydrant was opened the fire 
occurred. The man on duty at this 
hydrant went to the fire leaving the 
hydrant open and causing the near- 
failure of the water supply at the fire. 
About ten or fifteen minutes elapsed 
before this condition was discovered 
and corrected. 


Opens Inside Doors 
Opens Outside Doors 
Cuts Plaster 

. Cuts Tin Roofs 
Opens Windows 


—|l4 
Other Uses! 


The Huxbar saves money, 
saves time—improves efficiency 
of fire departments, large and 
small — because with miracu- 
lous speed and ease it per- 
forms fire-fighting and rescue 
tasks formerly requiring many 
separate tools. 


The Huxbar is easily mounted 
on apparatus as it is only 36” 
long and weighs but 
8% Ibs. Made of 
heat - treated nickel 
chromium alloy steel. 


Sold by Fire Fighting Equipment and 
Municipal Supply Houses Everywhere. Write 
for descriptive folder including photographs of 
the Huxbar in use by firemen and policemen. 


WALTER C. HUXEL & CO. 


230 E. Front Street, Cincinnati, Ohio 
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NEW BOOKS 


“Fire Service Hydraulics” 

The Case-Shepperd-Mann Publishing 
Corporation, 24 West 40th Street, New 
York City, announces the publication 
of a new book entitled “Fire Service 
Hydraulics.” This book, edited by Mr. 
Fred Shepperd, author of “Practical 
Hydraulics for Firemen,” “Simplified 
Fire Department Hydraulics” and the 
“Fire Chief’s Handbook,” is designed to 
present to members of the fire service 
both basic information on the subject 
of fire department hydraulic calcula- 
tions and data on the use of new equip- 
ment for fire fighting. The book con- 
tains nine chapters with 171 specific 
examples answered. 

The book has an Appendix including 
tables on static pressures, pipe sizes for 
fire streams, contents of cylinders, cir- 
cumferences and areas of circles, square 
roots and other data on the calculation 
of hydraulic problems. The book covers 
253 pages and is available from the 
publishers at a cost of $3.00. 


“The Auxiliary Fire Service” 

One of the most interesting fire pro- 
tection books to come out of England 
recently is “The Auxiliary Fire Service 
and its Organization” by Harold Bevir, 
Solicitor to the National Fire Brigades 
Association and Member of the Central 
Advisory Council for Fire Services. The 
book covers various circulars regulating 
the auxiliary fire service issued by the 
Fire Brigade Division of the British 
Home Office. The 263 pages of text 
answer many questions regarding the 
organization and operation of the Bri- 
tish Auxiliary Fire Service. Further 
information regarding the book may be 
obtained from The National Fire Bri- 
gades Association, 28, Russell Square, 
London, W.C.1. 


A location next door to a fire station does 
not mean that private fire defenses may be 
neglected with impunity. This is shown by a 
$250,000 fire that destroyed the unsprinklered 
William E. Miller Furniture Store in Wash- 
ington, D. C., on April 5th. The fire station 
housed two pumpers and an aerial ladder 
truck. The fire was discovered in its incipi- 
ency by a stock man but before firemen could 
get into action it spread into a combustible 
roof space. Companies called on four alarms 
were required to drown out the fire with heavy 
streams, 


AMERICA’S 
PREPAREDNESS 


GENUINE WAX AND PARA GUM TREATED FIRE HOSE 


FABRIC 


SANDY HOOK 


As far away 
as the 


DUTCH EAST INDIES 


x 
gov 
PO FIRE AILER 


PROVIDES EMERGENCY 
PROTECTION 


FIRE HOSE COMPANY © 


CONNECTICUT 


@ The dependability and inbuilt 
stamina of LaBour Fire Trailers 
are recognized even in far off 
Java, where these units have 
been selected to furnish protec- 
tion against the increased threat 
of fire due to the military situa- 
tion. Compact, easy to handle, 
and delivering powerful fire- 
fighting streams even under con- 
ditions of dirty water from pools 
or rivers, LaBour Fire Trailers 
are useful everywhere. Their 
low cost 'makes them an excel- 
lent investment as extra equip- 
ment. Write for details. 


THE LABOUR CO.,Inc. 1573 Sterling Ave. 


Elkhart, Indiana, U.S. A. 
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FOR FIRE DEPARTMENT 
SERVICE 


Designed for instant action in 
case of emergency, this new and 
different spray kit enables cor- 
rect treatment of burn injuries 
at the scene of the emergency. 
No time is wasted in preparation 
—there are no ingredients to mix 
or solutions to make—the oper- 
ator simply connects the high- 
pressure gun to a jar of Foille 
for Burns and sprays the injured 
area. Due to Foille’s unique effi- 
ciency, pain is quickly relieved, 
infection is checked and healing 
hastened. Ample supplies of 
Foille, compresses, bandages and 
pads are included—even a ster- 
ilized muslin sheet. Full details 
in Bulletin No. FA-73—write! 


MINE SAFETY APPLIANCES CO. 


BRADDOCK, THOMAS and MEADE STS. 
PITTSBURGH, PA. 


District Representatives in Principal Cities 
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$10.00-*3.00-*2.00 


ele 
MONTH 


PYRENE PRIZE LETTER CONTEST 


OU have probably been present at 

numerous fires where approved fire 
extinguishers have been successfully 
used. Every month the above cash 
prizes are paid out to those whose let- 
ters contain the best stories. More fires 
are put out with fire extinguishers 
than by any other means. The stories 
reported in this contest show the value 
of having an extinguisher handy. 

It’s the story we want, not letter 
writing ability. Get the facts down on 
paper and we will attend to any re- 
writing necessary to get the story into 
the space available in these columns. 
Be sure to give your fire department 
connection when writing as the con- 
test is limited to fire department or fire 
brigade members. 

The contest is sponsored cooperative- 
ly by the Pyrene Manufacturing Com- 
pany of Newark, N. J., and VOLUNTEER 
FIREMEN to bring forth the lessons 
learned from actual fires of the value 
of fire extinguishers. 


FIRST PRIZE—$10.00 


Witt1am E. Davis, Chief 
Fire Department, 
Lyons, Indiana 
Control Farm Fire 

One morning our Department (which 
serves both town and township) was 
called to a farm about three miles in 
the country. We responded promptly 
but by the time we arrived on the 
scene the fire was out. A 32 volt light- 
ing plant, housed in a small building, 
had caught fire. Just as the alarm was 
being telephoned, the _ school bus 
stopped to pick up the children for 
school. The driver quickly grasped the 
carbon tetrachloride extinguisher from 
its rack in the bus and ran to the 
blaze. His quick action together with 
the excellent work of the extinguisher 
made short work of the fire which had 
already ignited the building. Very little 
damage was done to either the lighting 
plant or the structure. 


SECOND PRIZE—$3.00 


JOSEPH B. CHESTNUT, Engineer 
Fire Department, 
Conway, South Carolina 
Filling Station Blaze 
On Saturday morning, March 15, I 
was drinking a Coca Cola when a 
barber in our town came running to 
the station saying, “the Peoples Fill- 
ing Station is burning up!” I imme- 
diately took Truck No. 3 and went to 
the fire which was just a block from 
the station. When I arrived I saw that 
a tank car had been putting gas in a 


storage tank in the ground, when 
someone struck a match and the whole 
thing caught fire. I saw that there was 
no use in using water as that natural- 
ly would cause the fire to spread. I 
had two foam extinguishers on the 
truck which I promptly used and had 
the fire completely smothered in about 
ten minutes saving thousands of dol- 
lars in property and possibly several 
lives. 


THIRD PRIZE—$2.00 


Georce K. CasH, 
Fire Department, 
Honolulu, Hawaii 
Check Gasoline Blaze 
Our Sunday morning routine func- 
tioned as usual. Men busied themselves 
with their respective duties. It was 
9:15 a.m. and all routine was about to 
end but for a few, extra cars to be 
cleaned. Bill, the engineer on our 
pumper, started to work on one of the 
extra cars, a %-ton truck. The hood 
was raised and he started to clean the 
motor with gasoline using a brush. He 
carefully avoided a metallic contact 
between the brush and motor. Playfully 
one of the boys snatched the brush 
from Bill and demonstrated how the 
work should be done, dipping the brush 
in gasoline and roughly brushing the 
motor. “Contact and Presto,” fire was 
all over the motor, the bucket of 
gasoline, the hood, and Bill’s_ shirt 
which he quickly discarded to escape 
from being burned. I saw the fire and 
took a 1%-quart carbon tetrachloride 
extinguisher from the pumper, apply- 
ing the liquid on the bucket, the motor, 
and against the hood. Again Presto, 
the fire was out in thirty seconds with- 
out damage to the car, motor, or per- 
sonal injury. Apparently the fire was 
due to a static spark igniting gasoline 
vapor when the brush contacted the 
motor of the truck. 


CONTEST RULES 


1. Contestants in the Pyrene Prize Letter 
Contest must be members of their local fire 
department. . 

d Letters are to describe actual experi- 
ences where an approved fire extinguisher of 
any make has saved lives or property. 

3, Trade names may be used but will be 
deleted in publication. Publishers reserve the 
right to edit winning letters to permit 
publication. 

4. Each contestant automatically vouche 
for the truth of the facts presented from 
his own or others’ experience. 

5. Only one letter may be submitted each 
month. 

6. Letters must be legibly written in ink 
or typewritten on white paper, one side only. 
Preference will be given to letters not over 
250 words in length. 

7. Letters received after the 8th day of the 
month will 
competition. 

8. Monthly prizes in cash will be: 1st, 
$10.00; 2nd, $3.00; and 3rd, $2.00. 

9. Address contest letters to Pyrene Prize 
Letter Contest, National Fire Protection 
Association, 60 Batterymarch St., Boston, 
Mass, 


be judged in following month's 
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ONE OF PHILADELPHIA’S NEW PUMPERS 


This is one of the 13 new 1000-gallon Pumpers built by Autocar en- 
tirely to the specifications of the City of Philadelphia. It is equipped 
with Lalley Hose Basket. Our engineers will gladly help any other 
Fire Company to obtain any special equipment that may be required. 


AUTOCAR FIRE APPARATUS - Ardmore, Pa. 


FIRE DEFENSE 


To meet the threat of incendiary bombs, sabo- 
tage and other forms of war incendiarism to Amer- 
ican homes, farms, cities and to American industries, 
a 232-page book entitled FIRE DEFENSE has now 
been published by the National Fire Protection 
Association. 

FIRE DEFENSE is the first publication covering 
every aspect of the subject to make an appearance 
in this hemisphere. 


FIRE DEFENSE is timely, and important to 
the welfare of Americans, for fire has proved itself 
down through the centuries to be capable of de- 
struction beyond all limits of man. Fire raises havoc 
with the production of essential war materials, leaves 
thousands homeless and kills with a careless aban- 
don. Now is the time for unified action to pro- 
tect the United States and Canada from war incen- 
diarism. 


CONTENTS 


PART 1.—FIRE FROM THE AIR 


The Incendiary Bomb 
Magnesium and Its Alloys 
Handling Bombs 


PART I1.—SABOTAGE 


Sabotage through Fire 
Arson in Times of War 
PART II1—ORGANIZATION 

FOR CIVILIAN DEFENSE 


The Ontario Defense Plan 
The Maryland Defense Plan 


Fire Companies 
Fire Apparatus 


The Massachusetts Fire Depart- 
ment Inventory 


PART IV.—FIRE DEPARTMENTS 
AND FIRE FIGHTING 
Training Auxiliary Firemen 
Public Water Supply in the Civil On 

Defense Program 


PART V.—COMMUNICATIONS 


Emergency Signaling e. Care and Maintenance 
Fire Department Radio 


PART VI—DEFENSE PRODUCTION 


Principles of Plant Protection 
Private Fire Brigades 
a. Fighting Fire in a Sprink- 
lered Plant 


the alert 

a. Watchman 

b. Valve Supervision 
c. Fire Alarm Service 
d. Periodic Inspection 


A Selected Bibliography 


Send for Your Copy of FIRE DEFENSE Now! 
232 pages, 154 illustrations, price $1.50 postpaid. 


NATIONAL FIRE PROTECTION ASSOCIATION 
60 Batterymarch Street, Boston, Mass. 
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fannouncement 


The National Foam System, 
Inc., has perfected and is now 


in position to supply 


NATIONAL "99” 


Foam Chemical effective on 
fires originating in the organic 
solvents such as alcohol, ether, 
This product 


listed by Underwriters’ Lab- 


acetone, etc. 


oratories and Factory Mutual 


Laboratories. 


¢ 


NATIONAL FOAM 
SYSTEM, Inc. 


Philadelphia, U. S. A. 
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JUMP! 


when you clear the way 
with your 


TRAFFIK- KING 


COMBINATION SIREN AND 
OSCILLATING LIGHT 


FREE DEMONSTRATION OFFER! 


WRITE FOR COMPLETE DETAILS 
AND CATALOG TODAY! 


FEDERAL ELECTRIC CO., Inc. 


“SIREN HEADQUARTERS” 
8717 South State St. Chicage, tl. 
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Spring Clean-Up 
Bulletin 


ERE’S a bulletin which presents 

in concise and interesting form 
the importance of a Spring Clean-Up 
Campaign. The bulletin, issued by the 
Industrial Commission of Wisconsin, 
reads as follows: 

As the saying goes, “A stranger 
judges the town by its appearance.” 

Let’s start now to prevent late spring 
and summer fire catastrophes. Usually, 
fire calls increase during the spring 
months and many are caused by care- 
less storing of flammable debris in and 
around our homes, industrial plants, 
and public buildings. 

Most of the cities and towns through- 
out the state at this time of the year 
make it a regular practice to post 
notices when city or public trucks will 
pass through neighborhoods to pick up 
trash, rubbish, etc. at public expense. 
Notices will allow you and everyone 
else to help tidy up for the sake of 
better health and safety. 

If you are too busy in your daily 
work at the factory, store, or on the 
farm to spend some time to clean up 
fire hazards around your home or place 
of business, hire somone to do the work. 
It will cost only a small amount of 
money and create great fire prevention 
dividends for you. 

Such cleaning and improvement is 
the best advertising your city, town, 
farm or property can get. Make your 
plans now for the most thorough cam- 
paign you have ever had. 

Get rid of old clothes, and the re- 
gular run of rubbish accumulations. 
Get rid of oily rags, open paint cans, 
etc., which may have accumulated in 
your basement or garage. Eliminate a 
possible fire catastrophe for yourself 
and for your neighbors. 

Rubbish is not only unsightly and 
unhealthful but it is often ignited ac- 
cidentally or deliberately by careless 
pipe, cigarette or cigar smokers. Local 
fire departments and health depart- 
ments and civic bodies will lead in this 
work as they have always done so bene- 
ficially in most communities. 

Now is the time to replace dry, moss- 
grown, punky wood shingles with in- 
combustible roof covering to eliminate 
all possibility of a roof fire. Repair the 
chimney that has been giving you 
trouble during the winter or it might 
be forgotten by the time cold weather 
returns. Replace rusty, dangerous 
smoke pipes now. 

“It’s the everlasting team work of 
every blooming soul that wins the day.” 

Let’s start now. Someone must lead 
the show but all must cooperate to 
make the movement a success. Re- 
member, a clean house seldom burns. 


The ‘Model A” Super| 


Which Every Volunteer Fire 
Department Should Know About 


Every volunteer Fire De- 
partment should know the 
exclusive qualities of this 
first-aid extinguisher which 
experience shows should 
be the first to be carried 
into any fire because:— 
FIRST :— 
It is safe to use on electri- 
cal fires. Fyr-Fyter fluid is 
not only a powerful fire 
extinguishing fluid, but a 
most certain insulation— 
safeguarding the operator 
against serious injury or 
possible death from elec- 
trical contact. 
AND SECOND:— 
and It is effective on concealed 
i fires in walls or other 
a “hard to reach” locations 

and is effective also on 

fires in greases, oils and the more 

flammable liquids. 


SALESMEN WANTED 


If you are interested in adding to 
your income by spare tane work or 
in building a permanent business 
for yourself without investment in 
stock, fixtures, etc., write for our 
new Dealer’s Plan to 


THE FYR-FYTER COMPANY 


Dept. 20-65 DAYTON, OHIO 


N. F. P. A. 
Membership 


NDIVIDUAL membership in the 

National Fire Protection Associ- 
ation costs $10 per year. The mem- 
bership plan for the Volunteer Fire- 
men’s Section is designed to give 
each fire company the advantages 
of N.F.P.A. membership. The fire 
company, as a member, receives at 
its headquarters a complete set of 
all regular N.F.P.A. literature, in- 
cluding the Quarterly magazine, as 
issued. In addition, as a special 
service to the Volunteer Firemen’s 
Section, each fire company holding 
N.F.P.A. membership is entitled to 
have copies of the magazine VoLuN- 
TEER FIREMEN sent to the home ad- 
dresses of 10 firemen each month. 
If more than 10 firemen want to 
receive the magazine, an additional 
$1.00 should be sent in with the 
membership fee for each fireman in 
excess of 10 enrolled. 

Because of the large amount of 
material mailed to members, not less 
than $10 can be accepted from any 
company. 








AND A FURNACE 
IS FIREPROOF 


The steel and concrete of a“‘fireproof” building can- 
not burn. But what’s inside that steel and concrete 
can burn...and when fire gains headway in such 
structures, they become in effect large-scale furnaces! 

Countless cases of disastrous losses to contents, 
with consequent interruption of business, in all 
types of fire resistant structures, are eloquent proof 
of the fact that—until a way is found to fireproof 
the contents of buildings—the two fundamental 
principles of effective fire protection will remain 
the same: prompt discovery of fire, and prompt 
and accurate alarms. 

To assure prompt discovery of fire, and prompt 
and accurate alarms, A.D.T. provides two Auto- 
matic Fire Detecting and Reporting Systems: 


Sprinkler Supervisory and Waterflow Alarm: (for sprin- 
klered buildings). Makes the sprinkler an automatic fire 
alarm, automatically summoning the fire department the 
instant a sprinkler head opens, or when a serious leak 
occurs, thereby minimizing fire and water damage. Also 
maintains an automatic check on shut-off valves and other 
points controlling the supply and distribution of water. 

Aero Automatic Fire Alarm: (for unsprinklered build- 
ings, or in conjunction with sprinklers). Automatically 
detects fire when it starts, and automatically summons the 
fire department. 

If there are any establishments in your territory—" fireproof” 
or otherwise—which, in your opinion, need automatic protec- 
tion, please let us know and we shall be glad to consult the 
owners about A.D.T. Protection. Your confidence will, of 
course, be respected. Booklets describing A. D. T. Services are 
available upon your request. 


A. D. T. AUTOMATIC FIRE DETECTING AND REPORTING SYSTEMS 
Controlled Companies of AMERICAN DISTRICT TELEGRAPH CO, 155 Sixth Avenue, New York, N. Y. 


CENTRAL STATION OFFICES IN ALL PRINCIPAL CITIES OF THE UNITED 
™ } 
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STATES 


AGAINST FIRE-BURGLARY- HOLDUP 
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THE 


DIAPHONE 


HE characteristics of the ideal public 

alarm necessarily include great sound 
producing power, carrying capacity, sound 
penetration, distir.ctive tone, ability to sound 
effectively coded signals, positive operation 
under all conditions, ai reserve capacity. 
All of these qualifications are possessed by 
the Diaphone Compressed Air System. 


Instances of electric power cessation . . 
sometimes for days at a time . . caused by 
storms, high wind, and sleet are not infre- 
quent. The sleet storm in 1935 that crippled 
75% of Georgia power lines, the hurricane 
of 1938 which left scores of New England 








A compressed air- 
operated public 
alarm with a dis- 
tinctive and pene- 
trating tone. 


communities in darkness for days, and the 
sleet storm of March 1940 which, within its 
path in Connecticut and adjoining states, 
inflicted even more damage than the hurri- 
cane, are recent occasions when many com- 
munities were without electric power for 
publicly announcing alarms of fire. 


Diaphone compressed air alarm outfits are 
self-contained units which constantly main- 
tain by means of automatically controlled 
compressors reserve capacity to sound a 
number of alarms. The Diaphone is the ideal 
public alarm. Write for catalog and esti- 
mates. 


THE GAMEWELL COMPANY 
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NEWTON UPPER FALLS, MASSACHUSETTS 





